PROJECT 10073 RECORD CARD 




I. DATE 



2. LOCATION 



I * 



3. DATE-TIME CROUP 

Local 

GMT 1 : • 



S. PHOTOS 

O Yos 
□ Mo 



7. LENGTH OP OBSERVATION 

. ' la i i . ‘ f-; 



10. BRtEP SUMMARY OP SIGHTING 



4. TYPE OF OBSERVATION 
MQ*. Ground* Vi suol 

□ Air* Vi suol 

5. SOURCE ~ 



Civ a liar. 



B. NUMBER OP OBJECTS t 9. COURSE 



two 



Two v.’hii e objs, sizo of base 

oaJi, one on lo^. of other, Doviiij; 
LOti'Ctner soue uiaiaace apart. 




13. CONCLUSIONS 




Was Balloon 
Probobly BoHoori 
Possibly Balloon 



□ Woi Aircraft 

□ Probobly Aircrofi 

□ Possibly Aircroft 

□ Was Astronomicol 

O probably Asftononticol 

□ Po ssibly Astronomical 

g:i ptiiar f 1 ta q n 

□ insomclont Oolo for Evolvotlon 
O Unknown 



be reflection of 
to weather coridi- 















7 . / 




SOct58Oi®953$0. .3 2 ’53 



mims 



RC018 



C ZC SQ D2 60 2C W YC 03 0 



MM' RJEDSQ 



DE RJWFDN IF 



M 0^01302 



FM COMDR 685TH ACWRON LAS CRUCES AFS NMEX 






TO RJEDDN/COMDR ADC 



RJWFDN/COMDR 3ATH ADD 



RJEDSO/COMDR AIR TECH INTELLIGEMCE CENTER 



RJEZHQ/ASSISTANT -CHIEF OF STAFF INTELLIGENCE HQ USAF 



RJEZHQ/OFFICE OF INFORMATION SVCS HQ USAF 



BT 



UNCLAS 879 UFO 



* ' 

^ * 



A. l.(ROUND.> 

VS. , 



^^B^EBALI> 







• • 




6. NONE 



?• NONE 



t • 



8. NONE 



9. MOVING TOGETHER SOME DISTANC E APART 





) 



) 



) 



) 



) 



« J 



PAGE TWO RJWFDN IF 



B. 1. HAP PENED T O EE I^OKING SOUTH OP H0RI20N WHILE WORKING AT A 




2, ^pi nrKPr.Fg south 

■ 3 . DOESN'T KNOW WHEN STEPPED INTO PLACE TO CALL IT WAS WAS STILL IN 



SIGHT WHEN STEPPED OUT WAS GONE. 

A. DUE NORTU - 
5. SAME AS ITEM 3 



S OLVE MJ MUIES^ 

C. 1 . GROUND VISUAL 

t 

2. NAKED EYE 

3. N/A 

D. iV 01302 5 OCT 58 ^ 



2. NIGHT 



f*" * 



£• LJNC 1516 32 DEGREES 16" N107 DEGREES 35" W 




F. 

STUDENT PHO 

• * •* 

2* N/A 

G. ll CLOUDY SPRINKLING_RAIN, DA RK WIT H NO MOON Og,, STARS, 

BREEZE FROM NORTH__ 

2. RAIN LIGHT VARIABLE WID CF.ILING 3.000 TT V I S 



DEMING N MEXICO 







PAGE THREE RJWFDN IF 






1 , 



t.r ■ 



£• LJNC i516 32 DEGREES 16" N107 DEGREES 35" W 








F. 1. 



STUDENT PHO 
2* M/A 



ii YEAR, 



;MING N MEXICO 



G. 1. CLOUDY SPRINKLING RAIN , DARK WITH NO MOON_ OR ST ARSy LIGHT 
BREEZE FROM NORTH 

2. RAIN LIGHT VARIABLE WID CEILING 3.00U FT VISABILITY 2 MILES 



PAGE THREE RJVFDN IF 
WINDS 5,000 11/05 ^ 

10.000 ii/05 / 
i5',000 lS/l0 / 

20j000 iI/05 \ 

30.000 25/'i5 / 

50.000 27A0 

3. -TpyWaa rj 

4. 2 MILES 

5. BROKEN TO OVERCAST 



G. NONE 

H. NONE 

I. NONE 

J. NONE 






7<: 



K. BELIEVED TO BE REFLECTION OF LIGHTS MOST LIKELY AUTOMIBCLE 




L. NONE 
BT 

05/1740Z OCT RJVFDN 






/ ^ y ^ 



{,u d ^ 'i 



"PC 







6 ^- 






V ''ft * ^ 



f ^ 



